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FONTOMFROM 1 

Fontomfrom 


040,5 cm - Kind of wood: Tweneboa -... Data sheet Customer reviews 


GOOD DEAL! 


300 € 


the fontomfrom instead of 400 € 


Bois fragilise autour des cales en bois, et peau parsemee d’anciennes attaques, laissant place a de petits trous et autres 
traces... -100€! 


Dimensions & materials 


Diameter of strike zone : 40,5 cm 
Height: 133 cm 
Weight: 33,8 kg 

Kind of wood : Tweneboa (Cordia millenii) 
Antelope skin 

A product of African craftsmen (Ghana) 


Peg drum of Ghana for sale - Fontomfrom 

The fontomfrom is an imposing peg drum of Ghana. 

This Akan percussion instrument is used by drummers in the Ashanti royal family during processions organized in its honor, or to 
transmit messages to the population. 

Customer reviews (0) 


No review about this product yet. 
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Articles associated 



Medium-sized g anko gui 


Small g anko gui 
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